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Aims and scope of the journal 


Computers have entered nearly every aspect and every level of 
education. In order to disseminate information on the wealth of 
experience being gained, this Journal sets as its goal the estab- 
lishment of a forum for communication in the use of digital analog 
and hybrid computers in all aspects of educution. Although the 
principal educational applications of computers have been in 
higher education, there is a growing awareness of their role in 
secondary and indeed, primary education, and papers which 
describe developments in these areas will be considered. A prime 
requisite in developing any technology is the establishment of its 
supporting literature. For both scientific and non-scientific new- 
comers to digital, analog and hybrid computation, this publication 
can serve as a reference standard against which goals can be set 
and the current state of the art can be assessed 

The Editors welcome any contribution of papers on educational 
system development, simulation, computer aided design, graphi- 


cal applications, language instruction, laboratory data acqui- 
sition and analysis systems, computer assisted education, 
methods of introduction of computers on the campus and atten- 
dant faculty-administration problems, management methods of 
educational computer systems, selection of educatior.al computer 
systems, timely summaries in new language and hardware 
developments /n the language of the academic computer user, 
state of the art summaries in developments such as large scale 
networks as well as directions being taken in time sharing, and 
mini and microcomputers. The occasional review article is also 
welcomed. 

From time to time, papers on other related areas of importance to 
the educator will be published. Among these will be computers 
and the library, technical information centres and abstract ser- 
vices. The Journal also features reviews of books and short 
courses being offered. 


Notes for contributors 


General 


Contributions to Computers & Education will be welcomed from 
throughout the world, in fulfilment of the broad aims set forth in 
the previous section. Manuscripts may be submitted directly to 
the Editors, Associate Editor, or through members of the Editorial 
Advisory Board 

It is recognized that computer-oriented papers may have associ- 
ated with them certain problems involving effective commu- 
nication, somewhat akin to those dealing with complex experi- 
ments. The manner of presentation of concepts, procedures, 
results and validation warrant particular attention, since it may not 
always be possible, in a single paper, to present sufficient detail 
to facilitate reproduction and checking. Thus complementary 
papers will be considered dealing with details, if authors consider 
this advisable. Alternatively, reference may be made to supporting 
reports available to the public or filed with the Editor for reference 


by readers. Authors are urged, where possible, to include in 
papers features such as flow charts, algorithms, input-output 
details, and examples, with pertinent comparisons and critical 
evaluations. It is worthwhile to re-emphasize the Journal's inter- 
est in design methods and educational programs as well as 
research and development. 
In accordance with usual practice, papers previously published 
cannot be accepted for the Journal, and authors must agree not 
,- publish elsewhere papers submitted to and accepted by the 
journal 
The journal will accept only papers submitted in English. 
Reprints can be purchased on completion of a reprint order form 
which will accompany proofs. Copies of the issue may also be 
ordered at a specially reduced rate. A short title of not more 
than 45 letters and spaces should be supplied. 


Manuscript requirements 


Manuscripts should be typed double-spaced on one side of the 
page only with wide margins and submitted in duplicate. While 
no maximum length of contributions is prescribed, authors are 
encouraged to write concisely. The title should be brief. A short 
abstract should accompany the manuscript on a separate sheet. 
Both the paper itself and the abstract should be headed by the 
name(s) of the author(s) and his (their) affiliation(s). In the case 
of co-authors, it should be clearly indicated who is to receive 
correspondence and proofs for correction 

Because of the international character of the Journal, no rigid 
rules concerning notation or abbreviation need be observed by 
the authors but each paper should be self-consistent as to 
symbols and units which should all be properly defined. 

All mathematical symbols may be either handwritten or type- 
written but no ambiguities should arise. Greek letters and unusual 
symbols should be identified in the margin. Distinction should be 
made between capital and lower case letters; between the letter 
O and zero; between the letter |, the number one and prime; 
between k and kappa. A vector will be printed bold face and to 
indicate this the letter should be underscored with a single wavy 
line. The numbers identifying mathematical expressions should be 
placed in parentheses 

Wustratiors are to be restricted to the minimum necessary. They 
should accompany the script and should be included in manu- 
script pages. Line drawings should include all relevant details and 
should be drawn in biack ink on plain white drawing paper or 
tracing cloth. Original drawings or good photoprints are accept- 
able but blueprints or dye line prints cannot be used. Drawings, 
etc. should be about twice the final size required and lettering 
must be clear and “open” and sufficiently large to permit the 
necessary reduction. The following standard symbols should be 
used on line drawings since they are easily available to the 
printers: 


oer *  O8 AAV 


Photographs should be sent as glossy prints. If words or numbers 
are to appear on a photograph, two prints should be sent, the 
lettering being clearly indicated on one print only. Figure legends 


should be typed on a separate sheet and placed at the end of the 
manuscript. 

References to published literature should be quoted in the text in 
square brackets and grouped at the end of the paper in numerical 
order. Double-spacing must be used throughout. 

In the interest of economy and in order to avoid the introduction 
of errors, tables will be reproduced by photo-offset means, 
directly from the author's typed manuscript. In case of difficulty 
in complying with these requirements please consult the Photo- 
reprographic Department of your institution. 

Computer programs should be given on an original print-out and 
will be reproduced photographically to avoid errors. Glossy prints 
of the original print-outs are also acceptable but photocopies are 
NOT acceptable. It is recommended that authors use white paper 
and a new ribbon for producing original print-outs. 

The “riginal manuscript and diagrams will be discarded 1 month 
after publication unless the Publisher is requested to return 
original material to the author 


Journal references should be arranged thus: 
1. Lowry W. K., Science 175, 841 (1972). 


Book references should be given as follows: 
2. Schultz D. G. and Melisa J. L., State Functions and Linear 
Control Systems. McGraw-Hill, New York (1967). 


Abbreviations of journal titles should follow those given in World 
List of Scientific Periodicals (4th edn). It is particularly requested 
that authors’ initials, and appropriate volume and page numbers 
—_ be given in every case in the correct order as displayed 
above 

Footnotes, as distinct from literature references, should be indi- 
cated by the following symbols: 


commencing anew Gh each page. They should NOT be included 
in the numbered reference system. 


PRINTED IN GREAT BRITAIN BY A. WHEATON & CO. LTD, EXETER 


FFFEEEE 


E fe fs fz 


frre 
fer 


| 


